Contact Persons for Study EHCJLI/03/02 


Philip Morris 


PAREXEL 


MDS 


Covance 


Clinimetrics 


USA Jan Oey 

Project Manager 
Telephone: 804 — 274 — 6428 
Celt phone: 804 - 334 - 4808 
GSM: 704-953-4571 

Fax: 804-274-2891 

e-mail: ian.oev@Dmusa.com 

Bettie Nelson 

Senior Research Scientist 

Telephone: 804 - 274 — 1502 

Fax:804-274-2891 

bettie.l.nelson@omusa.com 


Valerie King 

Clinical Operations Manager 
804 - 274 - 3906 


804-274-3982 

Vaierie.kina@Dmusa.com 

Hans-Juergen Roethig 
Director, Clinical Evaluations 
804-274-3165 
804-274-2891 

hans-iueraen.Roethia@pmusa.com 


Ortrun Presting 
Site Project Manager 
Telephone: 410 - 350 - 7904 
Fax:410-354-4281 
Ortrun.prestina@Darexei.com 

Chris Matson 
410-350 -7914 

Kimberly Prchal 
Senior Clinical Study Manager 
Telephone: 402 - 437 - 4773 
Fax: 402 - 476 - 7598 
Kimberlv.Prchai@mdsps.com 


Kathleen Jordan 
410-350-7924 


Tom Stock 
410-350-7926 

Robert Earl 

Senior Director, Clinical Science 
402 - 437 - 4945 
402 - 476 - 7598 
Robert.earl@mdsps.com 


Jill Schultz 
Project Manager 

Telephone: 608 - 242 - 2712, ext. 2354 

Fax: 608 - 245 - 7001 

e-mail: iill.Schultz@covance.com 


Aimee L. Deyer 
Senior Program Manager 
614 — 659 - 0561 
614-659-0562 (fax) 
614-226-5142 (cell) 
adevor@ciinimatrics.com 


Susanna Berelovich 
Clinical Research Associate 
757 - 872 - 0277 
757 - 872 - 0277 (fax) 

757 - 879 - 8043 
sberelovich@clinimetrics.com 


PM3005219262 


Source: https://www.industrydocuments.ucsf.edu/docs/hnlj0001 




